RESEARCH SHIP AQUINA is the floating labo- £ 
ratory of the Institutum Divi Thomae, an £ 
American network of scientific laboratories ^ 
directed by Dr. George Speri Sperti. The ship < 
is used for marine biological research in ^ 
oceanic waters. It is 75' long with a 17' beam ^ 
and is powered by twin 150 h. p. Diesel en- ^ 
gines. The laboratory with complete equip- £ 
ment is aft on main deck. ^ 
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